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t (jibsoq presents the 

a Professionals'Choice of Picks 


G:bsor s new assortment of Picks has something for everyone, 
t's a select co ection of the choice of professionals. Each pick 
is made of durable “Eboneen". This new black material helps 
resist breakage, chipping and wear. 

Each flat pick is available in three weights; light, medium 
and heavy. The four popular flat pick styles offer a size and 
g' ip for every fingertip. The thumb and fingerpicks are 
available in three sizes to fit any finger. 

Take the professionals’ choice of picks. Gibson. 


a 

i 


GIBSON FLAT PICKS 


(Specify Weight) 



NUMBER 

GG74T 

GG74M 

GG74H 


GG50 Star T 
GG50 Star M 
GG50 Star H 


GG73T 

GG73M 

GG73H 


GG09T 

GG09M 

GG09H 


WEIGHT 

Thin 

Medium 

Heavy 


Thin 

Medium 

Heavy 


Thin 

Medium 

Heavy 


Thin 

Medium 

Heavy 


LIST 

7.50/Gr. 

8.50/Gr. 

10.00/Gr. 


8.00/Gr. 

10.00/Gr. 

12.00/Gr. 


10.00/Gr. 

11.00/Gr. 

12.00/Gr. 


6.50/Gr. 

8.00/Gr. 

9.50/Gr. 


GIBSON THUMB & FINGERPICKS 


(Specify Size) 


NUMBER 

WEIGHT 

LIST 

GG10S 

Small 

5.65/Half 

GG10M 

Medium 

6.50/Half 

GG10L 

Large 

9.75/Half 




GG20S 

Small 

6.50/Half Gr. 

GG20M 

Medium 

7.50/Half Gr. 

GG20L 

Large 

10.00/Half Gr. 



GIBSON TAKE YOUR PICK BOX 

Put all the Gibson Picks at your fingertips with the new 
“Pick Picks Box”. This convenient see-through box contains 16 
compartments for each of Gibson’s 16 Pick styles and weights. 
You can easily see and compare picks to choose the one you 
need instantly. 

The Take Your Pick Box includes three dozen of each of the 
four flat pick styles and their three weights. It also includes 
one dozen of each size of thumb and finger pick. 

Get Gibson’s Take Your Pick Box for fast easy picking. 


Ijibsoify* 


NUMBER LIST 

GG1000 Pick Assortment 38.00/Box 


7373 N. CICERO AVENUE • LINCOLNWOOD, ILLINOIS 60646 











Gibson 

guitar polish 
buffing cloth 


| Our craftsmen choose the finest woods in 
making guitars. So they naturally know the 
best way to care for them. Gibson Guitar 
Polish contains natural Carnauba wax, found 
only in Brazil. It's non-oily, and won’t finger¬ 
mark, smear or smudge. And the emulsified 
wax dries to a hard lustrous finish that 




guitarl ^ 
polish] guitar 

Polish 



w 

*•11 ins 
10 COHTEMTS 



c,e «n» and 
a * it poll 


Squeeze / 
GG910—$1.25 


%|QN ; 

N ET WEIGHT r- Cl 


Content? • 

''«aj cracaiit (0 °”‘- 


Spray 

GG900—$1.50 


requires a minimum amount of polishing. 
Gibson offers your customers a choice—the 
economical squeeze bottle with a no-drip 
spout... or the convenient spray-on 
aerosol can. 

Gibson Polishing Cloths are made of the 
finest materials available for polishing the 
guitar. The Polish Applicator has just the right 
grip to remove built-up surface dirt while its 
fine soft texture preserves the natural wood 
finish. The large Polishing Cloth is chemically- 
treated with its own superior cleaning agents. 
It can be used without polish for fast 
light cleaning. 

Gibson Guitar Polish and Polishing Cloth. 
It’s a sure thing with the name that people 
identify with fine guitars—Gibson. 


Gibson 



Cloth & Applicator 
GG925—$1.00 
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mational Aids 


t 


$1.75 


Gibson 
system for Guitar 


system for Guitar 


$1.75 


Gibson 


SI .75 


system for Guitar 


Gibson makes the finest quality guitars in the world. We know all 
the intricacies of playing the guitar from the beginner’s first chords 
to the professional’s personalized techniques. And we know how to 
best help someone learn to play our famous guitars. Gibson offers 
a complete selection of guitar instruction courses and aids. There’s 
something special to meet the needs of every individual. With the 
same care in preparation that you expect from the world’s finest 
guitar maker. 

The Gibson System ... This is a complete course of guitar instruction covered 
step-by-step in five easy-to-follow books. Starting with the fundamentals of 
music in Book 1, beginners progress at their own natural pace. By the time 
they reach Book 5 they're playing advanced selections with ease. 

Epiphone Pointer System ... This is a complete and basic course in just one 
instruction book. Vivid photographs and fingering charts help beginners learn 
quickly and easily. They progress logically, step-by-step, until they are truly 
proficient guitarists. 

Go-Go-Gibson ... From the very first page beginners play a popular tune in 
full harmony. Detailed, easy-to-read, fingering charts are keyed to music so 
students learn the guitar and general music theory at the same time. 

Gibson Instant Guitar ... Beginners can enjoy complete audio-visual 
instruction at home, anytime of the day or night. A special instruction record 
lets the beginner hear what the book illustrates. And he actually 
plays along with an exciting professional group. 


Book I 


PomiK . 

FOR THt 

0p| P4-IO 


GUITAR 


$ 2.00 


$1.25 B 


$1.95 


$1.50 B 
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Ray 

Guitar 

in 

One Hour 

Before beginners reach the end 
of one of these cassette teach¬ 
ing programs they’ll be playing 
some of today’s most popular 
copyrighted songs. And to make 
it even faster and easier, each 
cassette comes with a co-ordin¬ 
ated instruction book. There’s a 
separate cassette program for 
each—beginning (Phase I) or ad¬ 
vanced (Phase II) guitar, Bass 
Guitar and special playing styles 
...Country, Folk and Rock. It’s 
an ideal aid to instructors too... 
For exciting homework assign¬ 
ments and teaching specialized 
styles. With a Play Guitar In One 
Hour program today, beginners 
will play the guitar tonight. 

Play Guitar 

In One Hour .$8.95D Each 



j 875204 



a song of joy 
st. louis 
. release me 
games people play 
love makes the world 
go 'round 

leaving on a jet plane 
green, green grass of home 
sunny 



there goes my everything 
make the world go away 
reuben james 
devil woman 

the words i'm gonna have 
to eat 

before the next teardrop 
falls 

just a little lovin' 
there stands the glass 



walk on by 
delilah 
today 
aquarius 
hawaii five-o 
easy to be hard 
everybody's talkin' 
traces 


that's the way it’s gonna be 
with god on our side 
you were on my mind 
red velvet 

don't think twice, it's all 
right 

steel rail blues 
children of darkness 
I dig rock and roll music 



evil woman 

she lets her hair down 
jam up and jelly tight 
she'd rather be with me 
dizzy 

the letter 

didn't i (blow your mind 
this time) 
spinning wheel 


st. louis 
song of joy 
love makes the world 
go 'round 

games people play 
release me 

green, green grass of home 
leaving on a jet plane 
sunny 
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: -; : i; a, 'D-soenser . FREE when you order 72 Jub.lee string sets Handy dispenser holds 72 sets of strings, fits on counter or hangs from peg board display 


the string's 
the thing 



New from the Gibson guitar people . . . Jubilee ... a 
comp ete line of quality guitar strings at a modest price. 

~he high quality and low price of the Jubilee line make it an 
e* :ei ent choice as your second line of strings. 

The Jubilee line carries its own distinctive package design, 
complete with matching gravity-fed display/dispenser. The 
d;splay dispenser is free when you order 72 sets of strings. 

Check the quality. 

Check the price. 

Then check the order blank (reverse side) for your 
Jubilee strings. a product of cmi accessory division/lincolnwood, Illinois 
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the string’s 
the thing... 


when you buy Jubilee by 



JUBILEE GUITAR STRINGS 


TYPE 

SILVER PLATED 

BRONZE 

ELECTRIC 

FLAT-WOUND 

ELECTRIC 

CLASSIC 

"ROCK and ROLL" 

FOLK 

(Silk & Stl) 

12-STRING 

ELECTRIC 

12-5TRIW 

s • 5 : 

SET GAUGE 

LIGHT 

MEDIUM 

LIGHT 

MEDIUM 

(with G, wound) 
LIGHT MEDIUM 

LIGHT 

MEDIUM 

Loop-End 
MEDIUM 

Ball End 
MEDIUM 

(with G 

LIGHT 

. plain) 
EXTRA 
LIGHT 

MEDIUM 

MEDIUM 

vfr 

SET NO. 

J-l 

J-2 

J-3 

J-4 

J-5 

J-6 

J-7 

J-8 

J-9 

J-10 

J-l 1 

J-12 

J-l 3 

J-l 4 

J-l 5 

SET LIST PRICE 

$2.30 

$2.30 

$2.30 

$2.30 

$2.30 

$2.30 

$4.40 

$4.40 

$2.50 

$3.80 

$2.10 

$2.10 

$4.00 

$3.25 

$5.25 

STRING GAUGES: 

E-1 

.012 

.013 

.012 

.013 

.012 

.013 

.012 

.013 

.028 

.028 

.009 

.008 

.012 

E-1 .012 
E-2 .012 

E l .012 
E-2 .012 

B-2 

.016 

.017 

.016 

.017 

.016 

.017 

.016 

.017 

.032 

.032 

.012 

.010 

.014 

B 3 .016 
B-4 .016 

B 3 .014 
B-4 .014 

. i 

G-3 

.026 

.026 

.025 

.026 

.024 

.026 

.024 

.026 

.040 

.040 

.016 

.015 

.023 

G-5 .024 
6 6 .010 

G-5 .023 
G-6 .009 

D-4 

.032 

.035 

.032 

.035 

.032 

.036 

.032 

.036 

.030 

.030 

.024 

.021 

.028 

D-7 .032 

D-8 .016 

0-7 .020 
D-8 .014 

A-5 

.042 

.045 

.042 

.045 

.042 

.046 

.042 

.046 

.035 

.035 

.032 

.028 

.038 

A-9 .042 
A 10 .018 

A-9 .038 
A-10 .018 

E-6 

.052 

.056 

.052 

.056 

.052 

.056 

.052 

.056 

.043 

.043 

.042 

.039 

.047 

E-11 .052 
E 12 .032 

E-11.047 
E-12 .028 


RUSH ORDER FORM 

To: Chicago Musical Instrument Co. Accessory Division 
7373 North Cicero, Lincolnwood, Illinois 60646 



No of Sets 


No of Sets 


No of Sets 


No of Sets 


No of Sets 

Set J1 


Set J4 


Set J7 


Set J10 


Set J13 








Set J2 


Set J5 


Set J8 


Set J11 


Set J14 







Set J3 


Set J6 


Set J9 


Set J12 


Set J15 



It is my understanding, that my order for 72 Jubilee String sets, entitles me to one 
free Jubilee String Display/Dispenser. 


Name__ _ Position_ 

Store Name_ _ _ 

Store Address_ 

City_State_Zip 






























































































NEW Epiphone Strings 



designed for 

• durability 

• tonal excellence 


Long recognized as the company that gives 
you a lot of guitar for the money Epiphone now 
brings you strings to complement that guitar 
and other fretted instruments. It’s the all new, 
American made string custom designed by 
Epiphone for durability and tonal excellence. 


~£pJptAo/l€ 


7373 N. CICERO AVE., 


LINCOLNWOOD, ILLINOIS 60646 













Set 

No. 

Type of 

Guitar 

Type 

Gauge 

Cate¬ 

gory 

E-1 B-2 G-3 

D-4 

A-5 

E-6 

Each 

Set 

Dozer. 

Sets 

El 00 

Acoustic 

Guitar 

Bronze 

Medium 

.012 .015 .024 

.030 

.040 

.052 

$3.30 

$33.00 

E110 

Acoustic 

Guitar 

Bronze 

Light 

.011 .014 .022 

.028 

.038 

.048 

3.30 

33.00 

El 20 

Acoustic 

Guitar 

Bronze 

Extra 

Light 

.010 .013 .020 

.026 

.036 

.046 

3.30 

33.00 

E200 

Acoustic 

Guitar 

Silver 

Plated 

Medium 

.012 .015 .024 

.030 

.040 

.052 

3.00 

30.00 

E210 

Acoustic 

Guitar 

Silver 

Plated 

Light 

.011 .014 .022 

.028 

.038 

.048 

3.00 

30.00 

E300 

Electric or 
Acoustic Gtr. 

Magnetic 

Alloy 

Medium 

.012 .015 .024WD 

.030 

.040 

.052 

3.30 

33.00 

E310 

Electric or Magnetic 

Acoustic Gtr. Alloy 

Light 

.011 .014 .022WD 

.028 

.038 

.048 

3.30 

33.00 

E510 

Rock & Roll 
Electric Gtr. 

Magnetic 

Alloy 

Light 

.009 .012 .016PL 

.024 

.032 

.042 

3.00 

30.00 

E520 

Rock & Roll 
Electric Gtr. 

Magnetic 

Alloy 

Extra 

Light 

.008 .011 .014PL 

.022 

.030 

.038 

3.00 

30.00 

E410 

Flatwound 
Electric Gtr. 

Magnetic 

Alloy 

Light 

.011 .014 .022 

.030 

.041 

.052 

5.50 

55.00 

E600 

Folk Guitar 

Silk & 
Steel 

Light 

.011 .014 .023 

.028 

.039 

.049 

4.00 

40.00 

E680 

Nylon 

Classic 

Ball Ends 

Black & 
Bronze 

Medium 

.028 .032 .040 

.030 

.035 

.044 

4.50 

45.00 

E660 

12-String 
Acoustic Gtr. 

Silk & 
Steel 

Medium 

.011 .014 .024 
.011 .014 .010 

1 st 2nd 3rd 

.031 

.012 

4th 

.042 

.018 

5th 

.051 

.023 

5.50 

55.00 

E700 

5-String 

Banjo 

Stainless 

Medium 

.012 .014 .016PL 

1 st 2nd 3rd 

.025 

4th 

.011 


2.00 

20.00 

E900 

Flatwound 

Long 

Light 

.050 .064 .080 

.095 



15.00 

150.00 


Electric Bass Scale 
































GIBSON STRING SET REFERENCE CHART 




TYPE 

OF GUITAR 


GAUGE 



Set No. 

Price 
Per Set 

Electric 

Flat 

Top 

Acoustic Classic Folk 

Type of Winding 

Heavy Medium 

Light 

Details 

on Page 

GJS-40 

$5.25 

X 



Nickel 

X 


3 

G-040 

7.00 

X 



Stainless ribbon 

X 


3 

G-040L 

7.00 

X 



Stainless ribbon 


X 

3 

G-140 

3.80 


X 

X 

Bronze 

X 


4 

G-140L 

3.80 


X 

X X 

Bronze 


X 

4 

G-240 

3.80 


X 

X 

Monel 

X 


4 

G-240L 

3.80 


X 

X x 

Monel 


X 

4 

GE-240 

3.80 

X 



Stainless 

X 


3 

G-241 

4.10 


X 

X 

Monel 

X 


4 

GE-290 

3.80 

X 



Stainless 


X 

3 

GE-340 

4.40 

X 

X 

X 

Nickel 

X 


3 

GE-340L 

4.40 

X 

X 


Nickel 


X 

3 

GE-440 

4.40 

X 


X 

Nickel 

X 


3 

G-495 

4.75 



X 

Bronze 

X 


5 

G-540 

6.40 

X 

X 

X 

Nickel 

X 


4 

G-540L 

6.40 

X 

X 

X 

Nickel 


X 

4 

G-640 

6.20 

X 

X 


Stainless 

X 


3 

G-640L 

6.20 

X 



Stainless 


X 

4 

G-740L 

3.60 

X 



Special alloy 


X 

3 

G-740XL 

3.60 

X 



Special alloy 


X* 

3 

G-840 

3.15 


X 

X 

Silver-plated bronze 


X 

4 

G-895 

4.85 



X X 

Bronze 

X 


5 

G-940 

6.95 



X 

Bronze 

X 


5 

G-999 

4.40 



X 

Silver-plated alloy 

X 


5 

G-1040 

3.60 

X 



Nickel-clad alloy 


X 

3 

G-1400 

3.80 


X 

X 

Bronze 

X 


4 

G-1495 

4.00 



X 

Silver-plated bronze 

X 


5 

G -2385 

4.00 


X 

X 

Monel 

X 


4 

G-8400 

3.15 


X 

X 

Silver-plated bronze 

X 


4 

12-STRING 

G24-12 

6.10 


X 


Monel 

X 


5 

G99-12 

7.00 


X 


Silver-plated alloy 

X 


5 

G99-12L 

7.00 


X 


Silver-plated alloy 


X 

5 

G124-12 

6.50 


X 


Monel 

X 


5 

GE340-12 

6.80 

X 



Nickel 

X 


5 


♦extra light 


TENOR GUITAR 


Set No. 

Price 

Per Set 

Type Winding 


Gauge 

No. Strings 

Per Set 

Details 
on Page 

G-459 

$ 2.20 

Monel 


Medium 

4 

5 

ELECTRIC BASS 


Price 



Gauge 

No. Strings 

Details 

Set No. 

Per Set 

Type of Winding 

Medium 

Heavy 

Per Set 

on Page 

G-055 

$18.90 

Nickel 

X 


4 

6 

G-0045 

15.75 

Stainless Ribbon 

X 


4 

6 

G-0055 

22.00 

Stainless Ribbon 

X 


4 

6 

G-0065 

25.75 

Stainless Ribbon 


X 

4 

6 

G-0075 

27.50 

Nylon 

X 


4 

6 


BANJO 


Set No. 

Price 

Per Set 

Tenor 

5-String 

Plectrum Folk 

Type of 
Winding 

Gauge 

Med. Light 

Details 
on Page 

G-549 

$2.20 

X 



Monel 

X 

6 

G-571 

2.75 


X 


Monel 

t X 

6 

G-573 

2.30 


X 


Monel 

X 

6 

G-573L 

2.30 


X 


Monel 

X 

6 

GF-571 

3.10 



X 

Stainless 

X 

6 

GF-573 

2.40 



X 

Stainless 

X 

6 


MANDOLIN 


Set No. 

Price 

Per Set 

Electric 

Acoustic 

Type of 
Winding 

Gauge 

Details 
on Page 

G-161 

$4.00 


X 

Monel 

Medium 

6 

G-761 

4.00 


X 

Bronze 

Medium 

6 


UKULELE 


Set No. 

Price 

Per Set 

Baritone 

Standard Ukulele 

Type of 

Winding 

Gauge 

Details 
on Page 

G-395 

$2.40 

X 


Bronze 

Medium 

6 

G-684 

1.35 


X 


Medium 

6 

VIOLIN 

Set No. 

Price 



Type of Winding 

Gauge 

Page 

G-385 

$2.00 



Monel 

Medium 

6 


2 











































































SET DETAIL INFORMATION 


STRINGS FOR EITHER ACOUSTIC 
OR ELECTRIC GUITAR 

Nickel-wound for superb acoustic or amplified re¬ 
sponse. Non-tarnishing. 






Per 

Doz. 

Set No. 




Set 

Sets 

GE-340 "SONOMATIC"- 

Med. Gauge 


$4.40 

$44.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A12 (GE-332) 

E-lst 

.012 


3.80 

38.00 

G1A16 (GE-333) 

B-2nd 

.016 


4.75 

47.50 

GE-335 

G-3rd 


.028 

9.25 

92.50 

GE-336 

D-4th 


.032 

10.30 

103.00 

GE-337 

A-5th 


.044 

12.00 

120.00 

GE-338 

E-6th 


.056 

13.85 

138.50 





Per 

Doz. 

Set No. 




Set 

Sets 

GE-340L "SONOMATIC"- 

—Light Gauge 

4.40 

44.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A11 (GE-332L) 

E-lst 

.011 


3.80 

38.00 

GlA12 (GE-333L) 

B-2nd 

.012 


3.80 

38.00 

GE-335L 

G-3rd 


.019 

9.25 

92.50 

GE-336L 

D-4th 


.028 

10.30 

103.00 

GE-337L 

A-5th 


.044 

12.00 

120.00 

GE-338L 

E-6th 


.056 

13 85 

138.50 





Per 

Doz. 

Set No. 




Set 

Sets 

GE-440 "SONOMATIC"— 

Medium Gauge 

4.40 

44.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A12 (GE-432) 

E-lst 

.012 


3.80 

38.00 

3*~<6 • GE-433) 

B-2nd 

.016 


4.75 

47.50 

G£-*35 

G-3rd 


.025 

9.25 

92.50 

GE-436 

D-4th 


.032 

10.00 

100.00 

GE-437 

A-5th 


.044 

12.00 

120.00 

GE-438 

E-6th 


057 

13.85 

138.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-1040 Nickel-Clad Alloy 

— Medium Gauge 

3.60 

36.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A12 (G-1032) 

E-lst 

.012 


3.80 

38.00 

G*A16 (G-1033) 

B-2nd 

.016 


4.75 

47.50 

G*.E28 (G-1035) 

G-3rd 


.028 

8.90 

89.00 

G1E32 (G-1036) 

D-4th 


.032 

10.00 

100.00 

G1E42 (G-1037) 

A-5th 


.042 

11.50 

115.00 

G1E52 (G-1038) 

E-6th 


.052 

13.00 

130.00 




ELECTRIC GUITAR STRINGS 

Per Doz. 

Set No. Set Sets 

GE-240 "MONA-STEEL"—Medium Gauge $3.80 $38.00 

Lightweight magnetic alloy-wound for low action fin - 


gering 

No. Tuning 

G1A14 (GE-232) E-lst 

G1A18 (GE-233) B-2nd 

GE-235 G-3rd 

GE-236 D-4th 

GE-237 A-5th 

GE-238 E-6th 

Plain 

Gauge 

.014 

.018 

Wound 

Gauge 

.027 

.033 

.047 

.056 

Doz. 

4.75 

5.75 

7.75 
8.60 
9.65 

11.75 

Gross 

47.50 

57.50 

77.50 
86 00 

96.50 
117.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-040 

"HI-FI" Flat-Wound 

: Medium Gauge 

7.00 

70.00 


Wound with stainless magnetic flat 




ribbon, polished 







Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G-032 

E-lst 

.014 


5.35 

53.50 

G-033 

B-2nd 

.018 


6.35 

63.50 

G-035 

G-3rd 


.025 

13.85 

138.50 

G-036 

D-4th 


.035 

17.20 

172.00 

G-037 

A-5th 


.045 

19.10 

191.00 

G-038 

E-6th 


.058 

23.75 

237.50 







Per 

Doz. 

Set No. 




Set 

Sets 

G-040L 

"HI-FI" Flat-Wound: 

: Light Gauge 

$7.00 

$70.00 


Wound with stainless magnetic flat 




ribbon, polished 

Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G-032L 

E-lst 

.011 


5.35 

53.50 

G-033L 

B-2nd 

.015 


5.35 

53.50 

G-035L 

G-3rd 


.021 

13.85 

138.50 

G-036L 

D-4th 


.028 

17.20 

172.00 

G-037L 

A-5th 


.037 

19.10 

191.00 

G-038L 

E-6th 


.051 

23.75 

237.50 


Per Doz. 

Set No. Set Sets 

GJS-40 JOHNNY SMITH SET: Light Gauge 5.25 52.50 

With Flat-Wound E-6th 


No. 

Tuning 

Plain 

Gauge 

Wound 

Gauge 

Doz. 

Gross 

G1A12 (GJS-32) 

E-lst 

.012 


3.80 

38.00 

G1A14 (GJS-33) 

B-2nd 

.014 


4.75 

47.50 

GJS-35 

G-3rd 


.023 

9.45 

94.50 

GJS-36 

D-4th 


.031 

10.40 

104.00 

GJS-37 

A-5 th 


.042 

11.85 

118.50 

GJS-38 

E-6th 


.058 

23.75 

237.50 


"ROCK AND ROLL” 

ELECTRIC GUITAR STRINGS 

Per Doz. 

Set No. Set Sets 

GE-290 SPECIAL ALLOY—Wound: Light Gauge $3.80 $38.00 


No. 


Plain Wound 

Tuning Gauge Gauge Doz. Gross 


G1A11 (GE-281) 

E-lst 

.011 


3.80 

38.00 

G1A15 (GE-282) 

B-2nd 

.015 


4.75 

47.50 

GE-283 

G-3rd 


.019 

7.75 

77.50 

GE-284 

D-4th 


.026 

8.60 

86 00 

GE-285 

A-5th 


.034 

9 65 

96.50 

GE-286 

E-6th 


.044 

11.75 

117.50 


Per Doz. 

Set No. Set Sets 

G-740L SPECIAL ALLOY—Wound: Light Gauge 3.60 36.00 


No. 

Tuning 

Plain 

Gauge 

Wound 

Gauge 

Doz. 

Gross 

G1A11 (G-732L) 

E-lst 

.011 


3.80 

38.00 

G1A12 (G-733L) 

B-2nd 

.012 


3.80 

38.00 

G1A16 (G-735L) 

G-3rd 

.016 


4.75 

47.50 

G1E24 (G-736L) 

D-4th 


.024 

8.90 

89.00 

G1E32 (G-737L) 

A-5th 


.032 

10.00 

100.00 

G1E40 (G-738L) 

E-6th 


.040 

11.50 

115.00 


Set No. 

G740-XL SPECIAL ALLOY— 

Wound: 


Per 

Set 

3.60 

Doz. 

Sets 

36.00 

Extra Light Gauge 

No. Tuning 

Plain 

Gauge 

Wound 

Gauge 

Doz. 

Gross 

G1A09 (G-732XL) 

E-lst 

.009 


3.80 

38.00 

G1A11 (G-733XL) 

B-2nd 

.011 


3.80 

38 00 

G1A14 (G-735XL) 

G-3rd 

.014 


4.75 

47.50 

G1E22 (G-736XL) 

D-4th 


.022 

8.90 

89 00 

G1E30 (G-737XL) 

A-5th 


.030 

10.00 

100.00 

G1E38 (G-73SXL) 

E-6th 


.038 

11.50 

115.00 



FLAT-POLISHED STRINGS 
FOR ELECTRIC GUITAR 


Per Doz. 

Set No. Set Sets 

G-640 Stainless—Wound. Polished (G. Wd.) $6.20 $62.00 
Medium Gauge 

Combines the resonant tone quality of 
round-wound strings with the finger comfort 
of flat-wire winding 


No. 

Tuning 

Plain 

Gauge 

Wound 

Gauge 

Doz. 

Gross 

G1A12 (G-632) 

E-lst 

.012 


3.80 

38.00 

G1A15 (G-633) 

B-2nd 

.015 


4.75 

47.50 

G-635 

G-3rd 


.026 

15.25 

152.50 

G-636 

D-4th 


.035 

15.90 

159.00 

G-637 

A-5th 


.045 

16.70 

167.00 

G-638 

E-6th 


.057 

18.00 

180.00 


IVumbers in parenthesis ( ) may on occasion be substituted for adjacent number 


Numbers in parenthesis ( ) may on occasion be substituted for adjacent numbei 

























Per 

Doz. 

Set No. 




Set 

Sets 

G-640L Light Gauge Version of G-640 

(G, Wd.) 

6.20 

62.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A11 (G-632L) 

E-lst 

.011 


3.80 

38.00 

G1A12 (G-633L) 

B-2nd 

.012 


3.80 

38.00 

G-635L 

G-3rd 


.021 

15.25 

152.50 

G-636L 

D-4th 


.028 

15.90 

159.00 

G-637L 

A-5th 


.045 

16.70 

167.00 

G-638L 

E-6th 


.057 

18.00 

180.00 

,FLAT-POLISHED STRINGS 




FOR ACOUSTIC GUITAR 








Per 

Doz. 

Set No. 




Set 

Sets 

G-540 Nickel-Wound. Polished: 


$6.40 

$64.00 

Medium Gauge 







Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A12 (G-532) 

E-lst 

.012 


3.80 

38.00 

G1A15 (G-533) 

B-2nd 

.015 


4.75 

47.50 

G-535 

G-3rd 


.026 

15.55 

155.50 

G-536 

D-4th 


.034 

16.60 

166.00 

G-537 

A-5th 


.044 

17.65 

176.50 

G-538 

E-6th 


054 

18.90 

189.00 





Per 

Doz. 

Set No. 




Set 

Sets 

G-540L Light-Gauge Version of G-540 

,above 

6.40 

64.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A11 (G-532L) 

E-lst 

.011 


3.80 

38.00 

G1 A12 (G-533L) 

B-2nd 

.012 


3.80 

38.00 

G-535L 

G-3rd 


.021 

15.55 

155.50 

G-536L 

D-4th 


028 

16.60 

166.00 

G-537L 

A-5th 


.044 

17.65 

176.50 

G-538L 

E-6th 


.054 

18.90 

189.00 

ACOUSTIC GUITAR STRINGS 



For Flat-Top or Arch-Top Instruments 







Per 

Doz. 

Set No. 




Set 

Sets 

G -240 "MONA-STEEL”: 

Medium Gauge 

$3.80 

$38.00 

G-241 "MONA-STEEL": 

Medium Gauge 

4.10 

41.00 

(B-2nd wound) 





(Meilow-toned. corrosion-resistant) 




Plain 

Wound In Set No. 



No. Tuning 

Gauge 

Gauge G-240 G-241 Doz. 

Gross 

G1A12 






(G-232) E-lst 

.012 

X 

X 

3.80 

38.00 

G1A16 






(G-233) B-2nd 

.016 

X 


4.75 

47.50 

G-234 B-2nd 


.019 

X 

7.75 

77.50 

G-235 G-3rd 


.028 x 

X 

7.75 

77.50 

G-236 D-4th 


.032 x 

X 

8.60 

86.00 

G-237 A-5th 


.044 x 

X 

9.65 

96.50 

G-238 E-6th 


.056 x 

X 

11.75 

117.50 

G1A18 






(G-239) G-3rd 

.018 



5.75 

57.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-240L Light Gauge Version of G-240, above 

3.80 

38.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A11 (G-232L) 

E-lst 

.011 


3.80 

38.00 

G1A12 (G-233L) 

B-2nd 

.012 


3.80 

38.00 

G-235L 

G-3rd 


.019 

7.75 

77.50 

G-236L 

D-4th 


.028 

8.60 

86.00 

G-237L 

A-5th 


.038 

9.65 

96.50 

G-238L 

E-6th 


.052 

11.75 

117.50 






Per 

Doz. 

Set No. 




Set 

Sets 

G-2385 Heavy Gauge Version of G-240 (col. 1) 

4.00 

40.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Guage 

Doz. 1 

Gross 

G1A14 (G-2320) 

E-lst 

.014 


4.75 

47.50 

G1A18 (G-2330) 

B-2nd 

.018 


5.75 

57.50 

G-2350 

G-3rd 


.029 

8.20 

82.00 

G-2360 

D-4th 


.038 

9.25 

92.50 

G-2370 

A-5th 


.047 

10.30 

103.00 

G-2380 

E-6th 


.058 

12.20 

122.00 





Per 

Doz. 

Set No. 




Set 

Sets 

G-840 Silver-Plated Bronze-Wound: 

Light 

3.15 

31.50 

Gauge 






(Brilliant, sustained tone quality) 






Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A12 (G-832) 

E-lst 

.012 


3.80 

38.00 

G1A15 (G-833) 

B-2nd 

.015 


4.75 

47.50 

G-835 

G-3rd 


.025 

6.30 

63.00 

G-836 

D-4th 


.030 

6.95 

69.50 

G-837 

A-5 th 


.039 

8.20 

82.00 

G-838 

E-6th 


052 

9.65 

96.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-8400 Medium-Gauge Version of G-840, 

3.15 

31.50 

above 








Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A13 (G-8320) 

E-lst 

.013 


4.75 

47.50 

G1A16 (G-8330) 

B-2nd 

.016 


4.75 

47.50 

G-8350 

G-3rd 


.026 

6.30 

63.00 

G-8360 

D-4th 


.032 

6.95 

69.50 

G-8370 

A-5th 


.044 

8.20 

82.00 

G-8380 

E-6th 


.056 

9.65 

96.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-140 Bronze-Wound: Heavy Gauge 


3.80 

38.00 

(Resonant tone quality, wear-resistant winding) 




Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A14 (G-132) 

E-lst 

.014 


4.75 

47.50 

G1A18 (G-133) 

B-2nd 

.018 


5.75 

57.50 

G-135 

G-3rd 


.029 

7.75 

77.50 

G-136 

D-4th 


.038 

8.60 

86.00 

G-137 

A-5th 


.047 

9.65 

96.50 

G-138 

E-6th 


.062 

11.75 

117.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-140L Light-Gauge Version of G-140, above 

3.80 

38.00 



Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A11 (G-132L) 

E-lst 

.011 


3.80 

38.00 

G1A14 (G-133L) 

B-2nd' 

.014 


4.75 

47.50 

G-135L 

G-3rd 


.025 

7.75 

77.50 

G-136L 

D-4th 


.029 

8.60 

86.00 

G-137L 

A-5 th 


.038 

9.65 

96.50 

G-138L 

E-6th 


.050 

11.75 

117.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-1400 Medium-Gauge Version of G-140, 

3.80 

38.00 

above 








Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A12 (G-1320) 

E-lst 

.012 


3.80 

38.00 

G1A16 (G-1330) 

B-2nd 

.016 


4.75 

47.50 

G-1350 

G-3rd 


.026 

7.75 

77.50 

G-1360 

D-4th 


.032 

8.60 

86.00 

G-1370 

A-5th 


040 

9.65 

96.50 

G-1380 

E-6th 


.052 

11.75 

117.50 

_l 


Numbers in parenthesis ( ) may on occasion be substituted for adjacent number 


Numbers m parenthesis ( ) may or* occasion be substituted for adjacent number 



















► CLASSIC GUITAR STRINGS 

Set No. 

G-495 Precision-Gauged Bronze. Wound on 
Nylon: Medium Gauge 

Black 


Per Doz. 
Set Sets 
S4.75 $47.50 


► 




Nylon 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G-481 

E-lst 

.028 


4.75 

47.50 

G-483 

B-2nd 

032 


5.45 

54.50 

G-485 

G-3rd 

.040 


6.20 

62.00 

G-489 

D-4th 


030 

11.85 

118.50 

G-491 

A-5th 


.035 

13.35 

133.50 

G-493 

E-6th 


.044 

15.10 

151.00 





Per 

Doz. 

Set No. 




Set 

Sets 

G-1495 Silver-Plated. Wound on Nylon: 

4.00 

40.00 

Medium Gauge 







• White 






Nylon 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G-1481 

E-lst 

.028 


3.50 

35.00 

G-1483 

B-2nd 

.032 


4.00 

40.00 

G-1485 

G-3rd 

,040 


4.40 

44.00 

G-1489 

D-4th 


.030 

10.20 

102.00 

G-1491 

A-5th 


.036 

11.75 

117.50 

G-1493 

E-6th 


.044 

14.00 

140.00 

FOLK GUITAR STRINGS 








Per 

Doz. 

Set No. 




Set 

Sets 

G-999 Silver-Plated Alloy, 

Wound on 


$4.40 

$44.00 

Silk and Steel 







Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A11 (G-992) 

E-lst 

.011 


3.80 

38.00 

G1A14 (G-993) 

B-2nd 

.014 


4.75 

47.50 

G-995 

G-3rd 


.023 

9.45 

94.50 

G-996 

D-4th 


.028 

10.70 

107.00 

G-997 

A-5th 


.039 

11.85 

118.50 

G-998 

E-6th 


.049 

13.35 

133.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-940 Bronze-Wound on Silk and Steel: 

6.95 

69.50 

Polished 








Plain 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G1A14 (G-932) 

E-lst 

.014 


4.75 

47.50 

G1A18 (G-933) 

B-2nd 

.018 


5.75 

57.50 

G-935 

G-3rd 


.027 

15.10 

151.00 

G-936 

D-4th 


.036 

17.00 

170.00 

G-937 

A-5th 


.047 

19.75 

197.50 

G-938 

E-6th 


.058 

23.75 

237.50 





Per 

Doz. 

Set No. 




Set 

Sets 

G-895 Precision-Gauged Bronze, Wound on 

4.85 

48.50 

Nylon: Ball Ends 







Black 






Nylon 

Wound 



No. 

Tuning 

Gauge 

Gauge 

Doz. 

Gross 

G-881 

E-lst 

.028 


4.85 

48.50 

G-883 

B-2nd 

.032 


5.45 

54.50 

G-885 

G-3rd 

.040 


6.30 

63.00 

G-889 

D-4th 


.031 

12.20 

122.00 

G-891 

A-5th 


.037 

13.55 

135.50 

G-893 

E-6th 


.045 

15.65 

156.50 




12-STRING GUITAR STRINGS 

Per Doz. 

Set No. Set Sets 

G-24-12 "MONA-STEEL" 12 String Acoustic $6.10 $61.00 
G-124-12 "MONA-STEEL" 12 String Acoustic 6.50 65.00 

In Set No. 


No. Tuning 

Plain 

Gauge 

Wound 

Gauge 

G-24- 

12 

G-124- 

12 

Doz. 

Gross 

G1A12 

(G-232-1) E-lst 

.012 


X 

X 

3.80 

38.00 

G1A12 

(G-232-2) E-2nd 

.012 


X 

X 

3.80 

38.00 

G1A16 

(G-233-3) B-3rd 

.016 


X 

X 

4.75 

47.50 


No. 

G1A16 


Plain 
Tuning Gauge 


Wound 

Gauge 


In Set No. 
G-24- G-124- 
12 12 


Doz. Gross 




(G-233-4) B-4th 

.016 x 

X 

4.75 

47.50 


G-235-5 G-5th 

.028 x 

X 

7.75 

77.50 


G-235-6 G-6th 

.028 

X 

7.75 

77.50 


G1A11 






(G-281-6) G-6th 

.011 x 


3.80 

38.00 


G-236-7 D-7th 

.032 x 

X 

8.80 

88.00 


G1A12 






(G-232-8) D-8th 

.012 x 

X 

3.80 

38.00 


G-237-9 A-9th 

.044 x 

X 

9.85 

98.60 


G1A18 






(G-239-10) A-IOth 

.018 x 

X 

5.75 

57.50 


G-238-11 E-llth 

.056 x 

X 

12.00 

120.00 


G-234-12 E-12th 

.019 x 

X 

7.75 

77.50 





Per 

Doz. 


Set No. 



Set 

Sets 


G-99-12 Silver Plated Alloy-Wound on 

7.00 

70.00 


Silk and Steel-Medium Gauge 





Plain 

Wound 




No. 

Tuning Gauge 

Gauge 

Doz. 

Gross 


G1A12 

E-lst .012 


3.80 

38.00 


G1A12 

E-2nd .012 


3.80 

38.00 


G1A15 

B-3rd .015 


4.75 

47.50 


G1A15 

B-4th .015 


4.75 

47.50 


G-99-5 

G-5th 

.026 

13.50 

135.00 


G1A11 

G-6th .011 


3.80 

38.00 


G-99-7 

D-7th 

.032 

14.40 

144.00 


G1A14 

D-8th .014 


4.75 

47.50 


G-99-9M 

A-9th 

.042 

16.30 

163.00 


G1A20 

A-IOth .020 


5.75 

57.50 


G-99-11 

E-llth 

.052 

19.60 

196.00 


G-99-5 

E-12th 

.026 

13.50 

135.00 





Per 

Doz. 


Set No. 



Set 

Sets 


G-99-12L Silver Plated Alloy-Wound 

on 

7.00 

70.00 


Silk and Steel-Light Gauge 






Plain 

Wound 




No. 

Tuning Gauge 

Gauge 

Doz. 

Gross 


G1A10 

E-lst .010 


3.80 

38.00 


G1A10 

E-2nd .010 


3.80 

38.00 


G1A13 

B-3rd .013 


4.75 

47.50 


G1A13 

B-4th .013 


4.75 

47.50 


G-99-5L 

G-5th 

.024 

13.50 

135.00 


G1A09 

G-6th .009 


3.80 

38.00 


G-99-7L 

D-7th 

.030 

14.40 

144.00 


G1A12 

D-8th .012 


4.75 

47.50 


G-99-9L 

A-9th 

.040 

16.30 

163.00 


G1A18 

A-IOth .018 


5.75 

57.50 


G-99-11L 

E-llth 

.050 

19.60 

196.00 


G-99-5L 

E-12th 

.024 

13.50 

135.00 





Per 

Doz. 


Set No. 



Set 

Sets 


GE340-12 "SONOM ATIC" 12-String 

6.80 

68.00 


Electric Guitar 






Plain 

Wound 




No. 

Tuning Gauge 

Gauge 

Doz. 

Gross 


G1A12 (GE-332-1) 

E-lst .012 


3.80 

38.00 


G1A12 (GE-332-2) 

E-2nd .012 


3.80 

38.00 


G1A16 (GE-333-3) 

B-3rd .016 


4.75 

47.50 


G1A16 (GE-333-4) 

B-4th .016 


4.75 

47.50 


GE-335-5 

G-5th 

.028 

9.25 

92.50 


G1A11 (GE-332-L-6) G-6th .011 


3.80 

38.00 


GE-336-7 

D-7th 

.032 

10.30 

103.00 


G1A12 (GE-332-8) 

D-8th .012 


3.80 

38.00 


GE-337-9 

A-9th 

.044 

12.20 

122.00 


G1A18 (GE-339-10) A-IOth .018 


5.75 

57.50 


GE-338-11 

E-llth 

.056 

14.10 

141.00 


GE-335L-12 

E-12th 

.019 

9.25 

92.50 


► TENOR GUITAR STRINGS 








Per 

Doz. 


Set No. 



Set 

Sets 


G-459 "MONA-STEEL": Medium Gauge 

$2.20 

$22.00 



Plain 

Wound 




No. 

Tuning Gauge 

Gauge 

Doz. 

Gross 


G1A11 (G-455) 

A-lst .011 


3.80 

38.00 

G1A14 (G-456) 

D-2nd .014 


4.75 

47.50 

G-457 

G-3rd 

.023 

8.70 

87.00 

G-458 

C-4th 

.038 

9.35 

93.50 


Numbers in parenthesis ( ) may on occasion be substituted for adjacent number 


Numbers in parenthesis ( ) may on occasion be substituted for adjacent number 


































ELECTRIC BASS STRINGS 


Set No. 


Doz. 

Sets 


G-055 Nickel-Wound on Silk and Steel: 
Medium Gauge 

Wound 

$18.90 $189.00 

No. 

Tuning 

Gauge 

Each 

Doz. 

G-051 

G-lst 

.046 

4.10 

41.00 

G-052 

D-2nd 

.058 

4.50 

45 00 

G-053 

A-3rd 

.080 

4.85 

48.50 

G-054 

E-4th 

.091 

5.45 

54.50 


Set No. 

G-573L "MONA-STEEL" (Loop Ends) 
Light Gauge 


Per Doz. 
Set Sets 

$2.30 $23.00 


Set No. 

G-0045 Flat Wound, Long Scale 

Medium Gauge 

Wound 

No. Tuning Gauge 

G-0041 G-lst .050 

G-0042 D-2nd .064 

G-0043 A-3rd .080 

G-0044 E-4th .095 


Per Doz. 

Set Sets 
15.75 157.50 

Each Doz. 

3.35 33.50 

3.70 37.00 

4.15 41.50 

4.55 45.50 

Set No. 

G-0055 

"HI-FI" Flat-Wound, Polished: 


Per Doz. 

Set Sets 
22.00 220.00 

No. 

Medium Gauge 

Wound 
Tuning Gauge 


Each Doz. 

G-0051 

G-lst .048 


4.75 47.50 

G-0052 

D-2nd .054 


5.15 51.50 

G-0053 

A-3rd .076 


5.80 58.00 

G-0054 

E-4th .095 


6.40 64.00 

Set No. 

G-0065 

"HI-FI" Flat-Wound, Polished: 


Per Doz. 

Set Sets 
25.75 257.50 

No. 

Extra-Heavy Gauge 

Wound 
Tuning Gauge 


Each Doz. 

G-0061 

G-lst .055 


5.55 55.50 

G-0062 

D-2nd .076 


6.10 61.00 

G-0063 

A-3rd .093 


6.75 67.50 

G-0064 

E-4th .105 


7.35 73.50 

Set No. 

G-0075 Nylon Clad: Medium Tension 


Per Doz. 
Set Sets 
27.50 275.00 

No. 

Wound 
Tuning Gauge 


Each Doz. 

G-0071 

G-lst .052 


5.85 58.50 

G-0072 

D-2nd .070 


6.55 65.50 

G-0073 

A-3rd .095 


7.30 73.00 

G-0074 

E-4th .115 


7.80 78.00 

TENOR BANJO STRINGS 

Set No. 

G-549 "MONA-STEEL" (Loop Ends) 


Per Doz. 
Set Sets 

2.20 22.00 

No. 

Plain Wound 

Tuning Gauge Gauge 


Doz. Gross 

G-545 

A-1st .011 


4.20 42.00 

G-546 

D-2nd .012 


4.20 42.00 

G-547 

G-3rd .020 


8.70 87.00 

G-548 

C-4th .029 


9.35 93.50 

■ 5-STRING BANJO STRINGS 

Set No. 

G-571 "MONA-STEEL" (Loop Ends) 


Per Doz. 
Set Sets 

2.75 27.50 

G-573 

Medium Gauge (G-3rd, Wound) 
"MONA-STEEL" (Loop Ends) 


2.30 23.00 

No. 

Medium Gauge (G-3rd, Plain) 

Plain Wound In Set No. 

Tuning Gauge Gauge G-573 G-571 Doz. Gross 

G-565 

D-lst .012 x 

X 

4.20 42.00 

G-566 

B-2nd .014 x 

X 

4.20 42.00 

G-567 

G-3rd .020 

X 

10.10 101.00 

G-568 

C-4th .025 x 

X 

10.10 101.00 

G-569 

G-5th .011 x 

X 

4.20 42.00 

G-572 

G-3rd .016 x 


4.20 42.00 


No. 

G-565L 

G-566L 

G-572L 

G-568L 

G-569L 

Tuning 

D-lst 

B-2nd 

G-3rd 

C-4th 

G-5th 

Plain 

Gauge 

.010 

.011 

.012 

.010 

Wound 

Gauge 

.020 


Doz. Gross 
4.20 42.00 

4.20 42.00 

4.20 42.00 

10.10 101.00 
4.20 42.00 






Per 

Doz. 

Set No. 





Set 

Sets 

GF-571 

1 FOLK-STYLE (for Extra-Long Neck) 

3.10 

31.00 


Loop Ends: E-3rd. Wound 




GF-573 FOLK-STYLE (for Extra-Long Neck) 

2.40 

24.00 


Loop Ends: E-3rd. Plain 








In Set No. 





Plain 

Wound 

GF- GF- 



No. 

Tuning 

Gauge 

Gauge 

573 571 

Doz. 

Gross 

GF-565 

B-lst 

.010 


X X 

4.40 

44.00 

GF-566 

G#-2nd 

.011 


X X 

4.40 

44.00 

GF-567 

E-3rd 


.018 

X 

11.35 

113.50 

GF-568 

A-4th 


.021 

X X 

11.35 

113.50 

GF-569 

E-5th 

.010 


X X 

4.40 

44.00 

GF-572 

E-3rd 

.014 


X 

4.40 

44.00 

MANDOLIN STRINGS 









Per 

Doz. 

Set No. 





Set 

Sets 

G-161 

"MONA-STEEL" 8-String Set (2 each) 

4.00 

40.00 



Plain 

Wound 




No. 

Tuning 

Gauge 

Gauge 


Doz. 

Gross 

G-157 

E-lst 

.011 



3.80 

38.00 

G-158 

A-2nd 

.014 



3.80 

38.00 

G-159 

D-3rd 


.025 


7.75 

77.50 

G-160 

G-4th 


.039 


8.60 

86.00 






Per 

Doz. 

Set No. 





Set 

Sets 

G-761 

Bronze-Wound, 8-String Set (2 each) 

4.00 

40.00 



Plain 

Wound 




No. 

Tuning 

Gauge 

Gauge 


Doz. 

Gross 

G-757 

E-lst 

.011 



3.80 

38.00 

G-758 

A-2nd 

.014 



3.80 

38.00 

G-759 

D-3rd 


.025 


7.75 

77.50 

G-760 

G-4th 


.039 


8.60 

86.00 

UKULELE STRINGS 









Per 

Doz. 

Set No. 





Set 

Sets 

G-395 

Baritone Uke Nylon 


$2.40 

$24.00 



Black 

Wound- 






Nylon 

on-Nylon 




No. 

Tuning 

Gauge 

Gauge 


Doz. 

Gross 

G-481 

E-lst 

.028 



4.75 

47.50 

G-483 

B-2nd 

.032 



5.45 

54.50 

G-485 

G-3rd 

.040 



6.20 

62.00 

G-489 

D-4th 


.030 


11.85 

118.50 






Per 

Doz. 

Set No. 





Set 

Sets 

G-684 NYLON 




1.35 

13.50 

No. 

Tuning 

Nylon 

Gauge 

• 


Doz. 

Gross 

G-680 

B-lst 

.022 



3.70 

37.00 

G-681 

F#-2nd 

.032 



4.20 

42.00 

G-682 

D-3rd 

.036 



4.75 

47.50 

G-683 

A-4th 

.028 



3.80 

38.00 

• VIOLIN STRINGS (Ball Ends) 








Per 

Doz. 

Set No. 




Set 

Sets 

G-385 

> "MONA-STEEL" 



2.00 

20.00 



Plain 

Wound 

In Set No. 



No. 

Tuning 

Gauge 

Gauge 

G-385 

Doz. 

Gross 

G-360 

E-lst 

.010 



3.80 

38.00 

G-362 

A-2nd 

.014 


X 

3.80 

38.00 

G-364 

D-3rd 


.024 

X 

7.55 

75.50 

G-368 

G-4th 


.033 

X 

8.80 

88.00 

G-380 

E-lst 

.010 (Loop End) 

X 

3.80 

38.00 

G-381 

D-3rd 

.016 



4.20 

42.00 


Numbers in parenthesis ( ) may on occasion be substituted for adjacent number 


Numbers in parenthesis | J may on occasion be substituted for adjacent number 




















GIBSON "ARTIST" STRINGS 


The Gibson Artist Series of strings 
is famous among professionals the 
world over. Gibson consulted with 
some of today's most renowned 
performers to set the standards for 


only the most intensive research on 
guitar string materials could enable 
us to meet them. The Gibson Artist 
Series combine tonal excellence 
with superior durability. Especially 
designed to set the standards of 
professional performance. 

Gibson offers three gauge sets of 
acoustic guitar strings. Each set is 
bronze wound to exacting dimen¬ 
sions. They feature bright full timbre 
and excellent sustain properties. 

All three gauges of flat ground elec¬ 
tric guitar string sets have the "soul" 
that so many rock musicians are 
after today. The precision flat ground 
surface gives just the right feel. And 
the special ultra magnetic alloy "puts 
it all together" with great response! 


wound electric guitar strings match 
every music style—from smooth 
mellow jazz to hard and heavy rock. 
A revolutionary new winding tech¬ 
nique gives these strings superb 
tonal response and an extra long life 
of clean clear projection. 

The silk and steel folk guitar string 
set owes its beautiful mellow tone to 
the finest German silver. Each string 
is quality crafted to give perfectly 
uniform acoustic response. 

Gibson's stranded core electric bass 
strings give flawless bass response 
over the entire string length. They 
project every overtone for full bodied 
bass. And they're precision flat 
wound to assure the richest deep 
tones. The long scale design fits all 


these strings. Standards so high that 

Gibson's two 

gauge 

sets 

of flat 

electric bass guitars. 



GIBSON "ARTIST"' STRINGS 









Set 



Gauge 



GAUGES 



Ea. 

Dozen 

No. 

Instrument 

Type 

Category 

E-1 

B-2 

G-3 

D-4 

A-5 

E-6 

Set 

Sets 

G5005 

Acoustic 












Guitar 

Bronze 

Med. Heavy 

.014 

.017 

.028 

.034 

.044 

.056 

$ 6.00 

$ 60.00 

G5000 

Acoustic 












Guitar 

Bronze 

Medium 

.012 

.015 

.024 

.031 

.040 

.052 

6.00 

60.00 

G5001 

Acoustic 












Guitar 

Bronze 

Light 

.010 

.012 

.022 

.028 

.036 

.048 

6.00 

60.00 

G5500 

Rock & Roll 

Ultra Magnetic 











Elec. Guitar 

Alloy 

Medium 

.012 

.015 

.024 WD. 

.030 

.040 

.052 

7.95 

79.50 

G5501 

Rock & Roll 

Ultra Magnetic 











Elec. Guitar 

Alloy 

Light 

.010 

.012 

.016 PL 

.026 

.034 

.044 

6.95 

69.50 

G5502 

Rock & Roll 

Ultra Magnetic 











Elec. Guitar 

Alloy 

Extra Light 

.008 

.011 

.014 PL. 

.022 

.030 

.038 

6.95 

69.50 

G5100 

Flatwound 
Elec. Guitar 

Stainless 

Medium 

.012 

.015 

.024 

.033 

.045 

.057 

7.95 

79.50 

G5101 

Flatwound 
Elec. Guitar 

Stainless 

Light 

.010 

.012 

.021 

.028 

.041 

.051 

7.95 

79.50 

G5800 

Folk Guitar 

German 











Silk & Steel 

Silver 

Medium 

.012 

.016 

.025 

.031 

.041 

.051 

7.95 

79.50 





G-1 


D-2 

A-3 


E-4 



G5900 

Flatwound 

Stainless 











Elec. Bass 

Stranded Core 

Medium 

.050 


.055 

.077 


.096 

27.50 

275.00 


GIBSON STRINGS 
The Professional's Choice 

Gibson strings complement the Gibson tradition of fine musical instruments and craftsman¬ 
ship. They offer professional quality of the highest degree for any guitar or fretted instrument 
of any make. Perfection at a very low price. 

To satisfy our own exacting standards and specifications, we began manufacturing strings 
precisely as we wanted them in 1921. We have been making them ever since, improving 
them steadily as new techniques, materials and needs arose. 

Today our strings have worldwide distribution, and are used everywhere by demanding 
professionals and amateurs. Whether used on finest quality instruments, like Gibson, or on 
mass-produced instruments (either domestic or imported) Gibson Strings provide un¬ 
common satisfaction in quality, durability and performance. And they are unconditionally 
guaranteed against manufacturing defects. 


























